ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


3 

04-16-2015 
Tesh #134 
Mooney #124 


SUPERVISOR’ Reyes 


1200/12 
30 


1240/12 
50 


1300/13 
15 
1345/13 
50 


1410/14 
40 


1500/15 
10 


1530/15 
40 


1620/16 
30 


1700/17 
30 


1800/18 
15 


1820/18 
30 


BID office - Briefing - start of shift 


Business check - 1810 Cahuenga - 7/11 store - checked 
with Marlene - no problems to report 


Radio call - 1813 Cahuenga - Yucca Market - r/p reports a 
transient sleeping outside the entrance to his location - 
subject was advised and sent on his way 


Assist - EL Centro & Hollywood - FB unit code 6 on a transient 
- subject advised prior to our arrival 


Extra patrol - Hollywood area - checked n/s alleys for 
transient activity - no problems to report 


Contact - 6400 Hollywood - contacted three (3) transients 
blocking the sidewalk - subject were advised and sent on their 
way 


Assist - 7000 Hollywood - LA Fitness - r/p reports a 415 
person inside the location - units arrived prior to our arrival 
advised the subject had left the location. 


Extra patrol - 1899 Cahuenga - Play Boy Liquor - CVS 
Pharmacy - Yucca Market - checked parking lot for transient 
activity - no problems to report 


CODE 7 - Sizzler 


Contact / Referral - 6600 Hollywood - contacted a m/b/a 
transient drinking in public - See AR #15-0226 


Contact - 6500 Selma - Selma Elementary - contacted a 
m/w/a transient (Gambaum, Eric DOB 09-15-1945) Sleeping 
inside the school property, located by the east entry gate. 
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1835/18 
40 


1840/18 
55 
1910/19 
40 


2000/20 
15 


2030 


Subject was advised of the trespassing violation, on private 
property and referred to the park on De Longpre. 


Extra patrol - 1810 Cahuenga - 7/11 store - checked parking 
lot for transient activity - no problems to report 


Assist - 7021 Hollywood - CVS Pharmacy - r/p reports a 
possible 415 fight in progress - FB 2 to handle - units stood by 
while all parties were advised and sent on their way 

BID office - patrol log 

Vehicle parked on 6" floor and all floors checked for transient 


activity - no problems to report 


End of watch 
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